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LIMITED OFFICIAL USE ALEXANDRIA 055 1 

STATE FOR OC/S AND SY/T, CASABLANCA FOR RTC 

E.O. 11652: NA 
TAGS: ASEC.ACOM 
SUBJECT: SY CONSTRUCTION 

REF: (A) CASABLANCA 1019, (B) ALEXANDRIA 0515 (NOTAL) 

1. FOR OC/S: HAVE ITEMS REQUESTED IN REF B BEEN 
SHIPPED. PLEASE ADVISE ASAP WITH INFO RTC CASABLANCA. 

2. FOR RTC CASABLANCA: WORK CONSISTS OF RUNNING 3/4 INCH CONDUIT 
FROM CCC AREA ON SECOND FLOOR OF CONSULATE TO GROUND FIELD ALONG 
SIDE OF BUILDING AND PULLING CABLE. SUFFICIENT CONDUIT ON SITE BUT 
HAVE REQUESTED CONNECTORS AND ELBOWS IN REF B. IN ADDITION THERE 
IS SOME WIRING TO BE DONE IN GENERATOR ROOM I.E. CIRCUIT BREAKERS 
FOR DAY TANK PUMPS, BATTERY CHARGERS ETC., NEED TO BE MOUNTED 
AND WIRED INTO TRANSFER SWITCHES, NEW VOLTAGE REGULATOR FOR 
BUILDING GENERATOR NEEDS TO BE INSTALLED, AND 3/4 INCH CONDUIT RUN 
FROM BUILDING TRANSFER SWITCH TO BUILDING DAY TANK PUMP AND ROOM 
EXHAUST FANS, SHORT 2 INCH CONDUIT RUN TO ALLOW BUILDING LIGHTS 
WHICH ARE PRESENTLY ON C&R TRANSFER SWITCH TO BE MOVED TO BUILDING 
TRANSFER SWITCH, AND INSTALLATION OF CONDUIT FOR TELEPHONES IN CCC 
AREA. 

FICHTE 

LIMITED OFFICIAL USE 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 SEP 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ALEXAN00551 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760347-0926 
From: ALEXANDRIA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760960/aaaabzbl.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 CASABLANCA 1019, 76 ALEXANDRIA 515 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 03 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUN 2004 by BoyleJA>; APPROVED <08 OCT 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: SY CONSTRUCTION 

TAGS: ASEC, ACOM 

To: STATE CASABLANCA 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



